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Six 

Period 

"High" 
tar—nicotine 

“Medium" 
tar—nicotine 

. “Low" 
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1. Adjusted number gf CHD deaths 


Male 

1 

696-5 

6315 

645.6 

Male 

2 

336.0 

345.6 

274.2 

Female 

i 

318.7 

rrrj 

257.4 

Female 

z 

265.6 

2Z3.0 

215.5 

Total 


1.616.3 _ 

1.J83.3 

1.392.7 



2. Mortality ratios 


Male 

l 

1.00 

0.91 

0.93 

Male 

2 

1.00 

1.03 

0.32 

Female 

i 

1.00 

0.87 

0.31 

Female 

2 

1.00 

0.36 

0.31 

Total 


1.00 

0.92 

0.86 
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